BROADWAY BAPTIST CHURCH 

123 EAST BROADWAY 
LOUISVILLE 2, KENTUCKY 
Built in 1872 and considered to be one of the 
finest examples of Gothic Architecture in the 
South. The interior design of Christian Sym¬ 
bolism is quite unusual. 
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